"The U.S. sex reassignment surgery market size was estimated at USD 2.1 billion in 
2022 and is anticipated to grow at a compound annual growth rate (CAGR) of 
11.25% from 2023 to 2030. The rising prevalence of gender dysphoria and the 
increasing number of individuals in the U.S. opting for gender affirmation surgeries 
are expected to boost market growth over the forecast period. As per the study 
conducted by Cedars Sinai in June 2020, approximately 78% of transgender males in 
the U.S. reported signs of gender dysphoria by the age of 7 years. In addition, the 
mean age to experience gender dysphoria in transgender males was around 6.2 
years, comparatively less than that in transgender females." 


